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SUITE 1028, DIXIE TERMINAL BUILDING 
CINCINNATI, OHIO 45202, U.S.A. 
CABLE: CINCIL, CINCINNATI 
TELEPHONE: 513-621-2320 


Ambassador Frank C. Carlucci March 27, 1979 
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Opportunity to discuss these programmatic questions at an early date 
would be very much appreciated, Ambassador Carlucci. I look forward to 
hearing from you, and certainly wish to express thanks for consideration 
by you and your colleagues. 


With cordial best wishes, 


Sincerely 


WOMJ x2 t1h 


Enclosures 


Approved For Release 2004/10/13 : CIA-RDP88-01315R000200130002-0 


